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From: The Firewel Company, Inc, _ 


(Contractor) 
ea 25X1A9a 
ontracting Officer 
( 

tem art : ere 
No, No. Nomenclature Qty. Unit Price Total Price 

1 FS5000~3 "Oo" Ring Silicone 30 $.06 $1.80 : 
2 F2520 Spring 20 $.13 $2.60 

3 F2569 Diaphragm 40 $3.54 $141.60 

4 Off F1263 Fitting 40 $4.57 $182.80 

5 ®, F1585 Aneroid 20 $6.78 $135.60 


| (, 
Delivery: shin by January 5, 1959 or sooner 


Exhibit is hereby approved, 


Contractor warrants prices conform to the 


25X1A9a : ; Price formula in effect to date of the 
SIGNED: 


Fxhibit 


25X1A5a1 
SIGNED: 
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